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[57] ABSTRACT 

An energy recovery system is provided for an aircraft 
gas turbine engine of the type in which some of the 
pneumatic energy developed by the engine is made 
available to support systems such as an environmental 
control system. In one such energy recovery system, 
some of the pneumatic energy made available to but not 
utilized by the support system is utilized to heat the 
engine fuel immediately prior to the consumption of the 
fuel by the engine. Some of the recovered energy may 
also be utilized to heat the fuel in the fuel tanks. Provi- 
sion is made for multi-engine applications wherein en- 
ergy recovered from one engine may be utilized by 
another one of the engines or systems associated there- 
with. 

9 Claims, 3 Drawing Figures 
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APPARATUS FOR IMPROVING THE FUEL 

EFFICIENCY OF A GAS TURBINE ENGINE 

The invention herein described was made in the per- 
formance of work under a NASA contract and is sub- 
ject to the provisions of Section 305 of the National 
Aeronautics and Space Act of 195 8, Public Law 85-568 
(72 Stat. 435; 42 USC 2457). 

BACKGROUND OF THE INVENTION 

The present invention relates to apparatus and tech- 
niques for improving the efficiency of a gas turbine 
engine, and more particularly, to such apparatus and 
techniques which recover pneumatic thermal energy 
from the engine and utilize such recovered energy to 
heat the engine fuel. 

Modern conventional gas turbine engines, such as the 
one generally designated 10 in FIG. 1 include, inter alia, 
a fuel flow controlled by a fuel control valve 12. The 
engine 10 is provided with various engine bleeds, shown 
schematically in FIG. 1 as arrows A, B. The engine 
bleed of a conventional engine represents various points 
at which pneumatic energy developed by the engine is 
tapped, or bled, for particular purposes. In FIG. 1, 
Bleed A is representative of fan air; Bleed Bi is repre- 
sentative of mid-stage compressor air; and Bleed B 2 is 
representative of compressor discharge air. Typical 
cruise temperature and pressure characteristics of such 
gas turbine engines for aircraft applications are; A=81° 
F., 8 psia; Bi = 596° F., 57 psia; and B2=948° F., 178 
psia; respectively. 

Various bleed lines may be employed for engine cool- 
ing purposes. Such engine bleed air is often utilized by 
support systems which are necessary in conventional 
aircraft. For example, such support systems may in- 
clude an air supply system which provides airframe 
anti-icing air, engine cowl anti-icing air, and cabin envi- 
ronmental control system (ECS) air. This air supply 
system generally must output air within a predeter- 
mined temperature range, e.g., 425° F. with anti-icing 
and 350° F. without anti-icing. To maintain this temper- 
ature, one technique bleeds engine fan air (Bleed A) into 
an air-td-air heat exchanger. Compressor air (Bleed B) is 
also bled and directed through the air-to-air heat ex- 
changer and cooled by the fan air to the appropriate 
temperature. The fan air is typically dumped overboard. 
This type of system is undesirable in that it results in a 
reduction in engine fuel efficiency due to unrecovered 
thermal energy from the compressor bleed air as well as 
the loss of engine fan air which would otherwise be 
available as engine thrust. 

Further, it is well known that the availability of gas 
turbine fuel is limited to only a narrow spectrum of the 
distillate of already scarce petroleum crude. Thus, it 
would be desirable to provide a gas turbine engine 
which could efficiently operate on a wider spectrum of 
fuel distillates. One problem with such “wide spectrum” 
fuels is that such, fuels exhibit a relatively higher freez- 
ing point, requiring some means for fuel tank heating. 

Accordingly, it is a general object of this invention to 
provide a gas turbine engine having improved fuel effi- 
ciency. 

Another object of this invention is to provide an 
energy recovery system for such a gas turbine engine 
which includes a support system in which some of the 
thermal energy made available to but not utilized by the 
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support system is recovered and utilized to heat the 
engine fuel. 

Another object of this invention is to provide such an 
energy recovery system in which some of the recovered 
5 energy is utilized to heat the fuel in the fuel tank. 

Another object of this invention is to provide such an 
energy recovery system in which the recovered energy 
is selectively utilized to heat the engine fuel and/or the 
fuel in the fuel tank. 

10 Another object of this invention is to provide such a 
gas turbine engine with reduced fan bleed. 

SUMMARY OF THE INVENTION 

In one form of my invention, I provide an energy 
15 recovery system for a gas turbine engine of the type 
including means for supplying a flow of fuel thereto and 
having at least one support system in which some of the 
pneumatic energy developed in the engine is made 
available to the support system. Means is provided for 
20 recovering at least some of the pneumatic thermal en- 
ergy made available to but not utilized by the support 
system. Means is provided for utilizing at least some of 
the energy recovered to heat the engine fuel substan- 
tially immediately prior to the consumption of the fuel 
25 by the engine. 

BRIEF DESCRIPTION OF THE DRAWINGS 

While the, specification concludes with the claims 
particularly pointing out and distinctly claiming that 
30 which is regarded as the present invention, the objects 
and advantages of this invention can be more readily 
ascertained from the following description of preferred 
embodiments, when read in conjunction with the ap- 
pended drawings, in which: 

35 FIG. 1 is a highly simplified schematic representation 
of one form of Prior Art gas turbine engine to which the 
present invention relates. 

FIG. 2 is a schematic representation of one form qf 
the energy recovery system of the; present inYention 
40 utilized to heat the engine fuel immediately prior to its 
consumption by the engine. 

FIG. 3 is a schematic representation of another form 
of the energy recovery system of the present inyention 
in which the recovered energy is selectively utilized to 
45 heat the engine fuel and/or the fuel in the fuel tahk. 

DETAILED DESCRIPTION OF THE 
INVENTION 

One form of energy recovery system of the present 
50 invention, generally designated 20, is shown in FIQ. 2. 
The energy recovery system 20 includes a fuel line 22 
which receives engine fuel from a fuel tank (not shown). 
The fuel is pumped by pump 24 and the flow there- 
through is controlled by control valve 26. The output of 
55 control valve 26 represents the desired fuel flow to the 
engine combustor (not shown). At the output of control 
valve 26, the fuel is preferably in a relatively high pres- 
sure condition, e.g., 100 to 1200 psig. The output of 
control valve 26 is coupled to conventional first liquid- 
60 to-liquid heat exchanger 28, the function of which will 
be described hereinafter. After passing through the heat 
exchanger 28, the relatively high pressure fuel is then 
directed to a plurality of fuel nozzles 30, and then to the 
engine combustor. 

65 Referring now to the engine bleeds, in one form of 
the invention, engine Bleed Bi, representing mid-stage 
compressor bleed, is coupled to conduit 34. For reasons 
which will be more fully understood later, conduit 34 
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includes check valve 32 for preventing backflow of 
engine higher pressure Bleed B 2 to engine Bleed Bj . The 
output of valve 32 is then coupled through conduit 34 
into conventional second air-to-liquid heat exchanger 
36, the function of which will be described hereinafter. 5 
The output of second heat exchanger 36 is directed 
through conduit 37 to various support systems. For 
example, one output may represent the engine air tur- 
bine starter. Other support systems utilized may require 
a pressure regulator 38 so as to insure a proper pressure, 10 
e.g., 40 psig thereto. An output signal of the pressure 
regulator 38 may be employed to activate compressor 
discharge bleed valve 32' when the pressure drops 
below the proper level, e.g., 40 psig during low engine 
power settings. The bleed flow from pressure regulator 15 
38 may be supplied to support systems such as wing 
anti-ice, designated C, and cowl anti-ice, designated D. 
Similarly, the bleed flow may also be provided to the 
aircraft environmental control system, designated E, of 
the type employed for cabin air conditioning. As will be 20 
more fully discussed later, the output of heat exchanger 
36 through conduit 37 may also include inputs F, G, 
representing pneumatic energy outputs of other appara- 
tus, e.g., other aircraft engines in a multi-engine aircraft 
application, or an auxilary power unit. 25 

Typically, another conduit 34' and previously men- 
tioned control valve 32' are provided to receive the 
compressor discharge Bleed B 2 . Preferably, the conduit 
34' is positioned to bypass heat exchanger 36 because, as 
will be more fully understood later, in the recovery 30 
system 20, the relatively high pressure Bleed B 2 is usu- 
ally not needed to heat the engine fuel. Indeed, in the 
recovery system 20, Bleed B 2 is generally needed only 
at low power settings for proper operation of the sup- 
port system. 35 

The first and second heat exchangers 28, 36, respec- 
tively, are coupled to each other by conduit 50. Conduit 
50 includes conduit 50A, and 50B, which provide a path 
for a circulating heat transfer medium 52, such as a 
combination of water and an anti-freeze such as propy- 40 
lene glycol. Conduit 50B is further coupled to receive 
pfessurization from an accumulator 56. In this connec- 
tion, accumulator 56 is coupled to conduit 50B through 
conduit 50C. The accumulator 56 is adapted to receive 
a pressure input thereto at 57. Conduit 50B includes at 45 
least one conventional fluid pump 54. The pump 54 
functions to circulate the heat transfer medium in the 
direction shown by the arrows in conduit 50. 

The operation of the energy recovery system 20 of 
FIG. 2 will now be described. The accumulator 56 is 50 
activated to pressurize the heat transfer medium in the 
conduit 50. Preferably, this pressurization may be ac- 
complished, in an aircraft application, by employing, 
for example, the mid-stage compressor pressure (Bleed 
B] of FIG. 1) at the input 57 of the accumulator 56. 55 
With this technique, in an aircraft application, the ap- 
propriate pressurization may be accomplished simply 
through the takeoff procedure when pressure of Bleed 
Bi is at it highest value e.g., 121 psig. Further, check 
valve 55 is typically provided in conduit 50D such that 60 
this appropriate pressure is maintained. 

During the operation of the engine 10 of FIG. 1, a 
flow of fuel is passing from control valve 26 in conduit 
22 through heat exchanger 28 and then to the engine 
combustor (not shown in FIG. 2). The pump 54 pro- 65 
vides the desired flow of heat transfer medium 52. Dur- 
ing cruise and high power operation of the engine, rela- 
tively hot engine Bleed Bi is directed through conduit 
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34, 37 to the previously mentioned support systems. 
Similarly, during low power operation of the engine. 
Bleed B 2 is directed through conduit 34', 37 and then to 
the support systems. However, as previously men- 
tioned, it has heretofore been the practice to generally 
lose whatever thermal energy was made available to but 
not used by the support systems. In the heat recovery 
system 20, however, the pneumatic thermal energy 
which would otherwise be lost is utilized in heat ex- 
changer 36 to heat the heat transfer medium 52 which 
flows through the heat exchanger 36. Thus, the heat 
transfer medium 52 is directed by conduit 50B into heat 
exchanger 36 where it is heated by Bleed Bi and then 
directed out through conduit 50A. The now-heated 
heat transfer medium 52 is then utilized by heat ex- 
changer 28 to heat the relatively high pressure fuel at a 
point substantially immediately prior to its consumption 
by the engine. By a point substantially immediately 
prior to its consumption by the engine, it is meant at a 
point in the fuel flow wherein the fuel is in a relatively 
high pressure condition of 100 to 1200 psig. It is to be 
appreciated that the heat recovery system 20 of FIG. 2 
serves to recover some of the energy to heat the fuel, 
immediately prior to its consumption, thereby increas- 
ing the fuel efficiency of the engine. 

. To control the temperature of the air and fuel, it is 
desirable to provide certain provisions for limiting the 
aforementioned heat transfer to the fuel. One such con- 
trol means is shown in FIG. 2. For example, bypass 40 
is controlled by bypass control means 42 and functions 
to simply bypass, or partially bypass, the heat exchanger 
36. Bypass control 42 may, for example, be responsive 
to the temperature of the fuel or of the heat transfer 
medium 52 and may operate, i.e., bypass when the fuel 
and/or heat transfer medium 52 reaches an unaccept- 
ably high temperature level. If desired, bypass control 
42 may operate also under the condition in which the 
engine bleed air temperatures are undesirably low or 
the pressure loss through heat exchanger 36 is undesir- 
ably high. This type of operation may be desirable to 
insure proper pneumatic energy, e.g., temperature and 
pressure, for the appropriate support systems. Similarly, 
for those instances in which the available pneumatic 
energy is still undesirably great, or when using com- 
pressor Bleed B 2 , energy discharge means 44 may be 
provided. One form of such energy discharge means 44 
may comprise a conventional air-to-air heat exchanger 
where engine fan Bleed A is employed. The energy 
discharge means 44 may simply operate to discharge the 
excess pneumatic thermal energy in the normal manner. 

Particularly preferable in the operation of the heat 
recovery system 20 is an integrated control means for 
maximizing the improvement in efficiency. Such con- 
trol may take the form of conventional hydromechani- 
cal and/or electronic controls, including digital and 
analog forms. 

Another form of energy recovery system 60 of the 
present invention is shown in FIG. 3. The energy re- 
covery system 60 is related to the energy recovery 
system 20 of FIG. 2 so that, whenever possible, like 
reference numerals have been used to designate like 
elements. 

In addition to the utilization of the recovered pneu- 
matic energy to heat the high pressure fuel to the en- 
gine, the energy recovery system 60 also includes means 
for heating the fuel in the fuel tanks and is particularly 
suited for aircraft applications. In this connection, ex- 
emplary fuel tanks 76, 80 are shown. Fuel tank 64 is 
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intended to represent the No. 1 fuel tank for supplying 
the No. 1 engine. Fuel tank 76 may represent a No. 3 
reserve fuel tank and fuel tank 80 may represent a No. 2 
fuel tank intended primarily to supply an engine No. 2 
(not shown). The fuel from fuel tank 64 is pumped by 5 
fuel tank pump 62 through conduit 22 into high pressure 
pump 24 whose output is controlled by control valve 
26. This high pressure fuel then passes through heat 
exchanger 28 and then to engine No. 1 combustor, as 
previously described in connection with the energy 10 
recovery system 20 of FIG. 2. Instead of the use of 
single Bleed Bi, as in the system 20, both engine Bleeds 
Bi, and Ba are processed by heat exchanger 36 and 
outputted through conduit 37, eventually to support 
systems, as in FIG. 2. 15 

Conduit 51 functions to couple heat exchangers 28, 36 
and conventional third liquid-to-liquid heat exchanger 
72, which is located in the aircraft portion of the system. 
More particularly, conduit 51A couples heat exchanger 
28 to heat exchanger 36. Conduit 51B couples heat 20 
exchanger 36 to heat exchanger 72. Conduit 51C cou- 
ples heat exchanger 72 to conduit 51D and 51E. Cou- 
pled between conduit 51C, conduits 51D, 51E, is a mod- 
ulating two-way control valve 66. By a modulating 
two-way valve it is meant a valve having a single input 25 
which can provide any modulated combination of two 
outputs. Control valve 66 functions to couple conduit 
51C to either conduit 51D, and then to heat exchanger 
28, or to conduit 51E and then to 51A, thus bypassing 
heat exchanger 72. In the aircraft portion of the system, 30 
fuel line 22 is provided with a tap conduit 74. The tap 
conduit 74 is coupled to, and through, heat exchanger 
72 and then through valves 78 back to fuel tank 64, or 
back to reserve fuel tank 76, or through a similar valve 
(not shown) back to fuel tank 80. Other conventional 35 
valves 79 may also be conveniently employed. 

The operation of the energy recovery system 60 of 
FIG. 3 will now be described. In addition to the heat 
transfer loop between heat exchangers 28 and 36, as in 
the energy recovery system 20 of FIG. 2, the energy 40 
recovery system 60 provides the third heat exchanger 
72 which functions to selectively heat a portion of the 
fuel in the fuel tanks. 

More particularly, with control valves 66 and 70 in 
the position shown by the solid arrows in FIG. 3, the 45 
flow of the heat transfer medium 52 in the conduit 50 is 
as follows: starting with heat exchanger 28, the heat 
transfer medium 52 goes through pump 68 and then 
through conduit 51A to heat exchanger 36. As men- 
tioned previously, heat exchanger 36 provides other- 50 
wise lost pneumatic thermal energy to the heat transfer 
medium 52. The now-heated heat transfer medium 52 is 
directed through conduit 51B and through valve 70 to 
third heat exchanger 72. The third heat exchanger 72 
functions to transfer some of the heat from the heat 55 
transfer medium 52 to the fuel 73 in the fuel line tap 
conduit 74. Conduit 51C directs the heat transfer me- 
dium 52 to valve 66 to heat exchanger 28, wherein the 
fuel entering the engine combustor is heated. Thus, it is 
apparent that the otherwise lost energy is recovered by 60 
heat exchanger 36 and utilized to heat the fuel in the fuel 
tank and/or the relatively high pressure fuel immedi- 
ately prior to its consumption by the engine. In aircraft 
applications, this heating effect is particularly desirable 
at subsonic speeds. 65 

It is to be appreciated that when control valve 70 is 
placed in another position, such as the one shown by the 
dashed arrow, the fuel tank heating function can be 
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completely removed and all of the recovered energy 
may be utilized to heat the fuel immediately prior to its 
consumption by the engine, maximizing engine fuel 
efficiency. Similarly, when control valve 66 is placed in 
another position, such as the one shown by a dashed 
arrow, all of the recovered energy in the heat ex- 
changer 36 may be employed to heat the fuel in the fuel 
tank, maximizing tank heating. Further, as previously 
discussed, the control valves 66 and 70 are preferably of 
the modulating type wherein various degrees of engine 
fuel and fuel tank heating relationships may be pro- 
vided. In the event that a significant amount of fuel tank 
heating is desired while normally using relatively lower 
temperature Bleed Bi, Ba bleed air valve 32' may be 
opened. In this event, higher temperature Bleed Ba will 
become available to heat the fuel tank. As in the heat 
recovery system 20 of FIG. 2, an integrated control of 
the energy recovery system 60 is generally desirable. 
Such integrated control may be digital or analog in 
nature. 

Shown in phantom in FIG. 3 is another air-to-liquid 
neat exchanger 100 which may be useful for certain 
applications. For example, one such heat exchanger 100 
may be placed in conduit 51B and positioned to receive 
fan Bleed A. More particularly, the heat exchanger 100 
may be useful under conditions in which excess heat is 
present and/or too little fuel is present in the tank. 
Under such conditions, the heat exchanger 100 may be 
employed in a manner similar to the energy discharge 
means 44 of FIG. 2. Indeed, the heat exchanger 100 
and/or the discharge means 44 may be employed, 
where appropriate. Further, the heat exchanger 100 
may be useful following supersonic flight applications 
wherein fan Bleed air A can be used to cool engine 
compressor bleed air and/or tank fuel. 

As mentioned previously, although the invention has 
been discussed in connection generally with a single 
engine, the invention is particularly desirable for use in 
connection with multi-engine applications wherein the 
recovery system couples such engines and/or fuel tanks 
so as to reduce the loss of pneumatic energy, resulting in 
improved engine efficiency. Further, as is evident to 
those skilled in the art, the system as described herein- 
before may be used to cool engine Bleed air Bi and/or 
B 2 in those aircraft applications involving supersonic 
flight, wherein engine fan air Bleed A cannot normally 
be used because of the high temperature of the fan air. 
In this case, the system may be used to provide a means 
for cooling engine compressor bleed air while at the 
same time providing the other desirable advantages of 
the invention. Although the energy recovery system of 
the present invention is particularly applicable to air- 
craft applications, it is also applicable to other gas tur- 
bine applications, such as industrial and marine applica- 
tions. 

An advantage of the present invention is that, under a 
majority of operating conditions, the need to bleed fan 
air from the engine is eliminated, thus increasing the 
operating efficiency of the engine. Another advantage 
of the present invention is that the magnitude of ram air, 
e.g., air taken on board the aircraft used for additional 
cooling, is reduced. This is due to the fact that fan Bleed 
A is usually not employed so that the temperature of the 
air to the support systems can be reduced without a 
proportional loss in fan thrust. Further, this reduction in 
ram air employed yields additional aircraft efficiency, 
and hence, engine operating efficiency. Also, it is to be 
appreciated that the heat exchangers employed in the 
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present invention may be conveniently separated in 
such a manner such that fuel cannot leak into the air 
system while facilitating installation and/or servicing 
on the engine and aircraft. 

While the present invention has been described with 5 
reference to specific embodiments thereof, it will be 
obvious to those skilled in the art that various changes 
and modifications may be made without departing from 
the invention in its broader aspects. It is contemplated in 
the appended claims to cover all such variations and 10 
modifications of the invention which come within the 
true spirit and scope of my invention. 

What is claimed as new and desired to be secured by 
Letters Patent of the United States is: 

1. An energy recovery system for a gas turbine of the 15 
type including means for supplying a flow of fuel 
thereto from at least one fuel tank and having at least 
one support system in which some of the pneumatic 
energy developed by the engine is made available to the 
support system, including first means for recovering at 20 
least some of the pneumatic thermal energy made avail- 
able to but not utilized by the support system, second 
means for utilizing at least some of the energy recov- 
ered by the first means to heat the fuel substantially 
immediately prior to the consumption of the fuel by the 25 
engine, third means for utilizing at least some of the 
energy recovered by the first means to heat the fuel in 
the fuel tank, and fourth means for selectively utilizing 
the second and third means, which comprises; 
a first liquid-to-liquid heat exchanger disposed to 3D 
receive the flow of fuel substantially immediately 
prior to its consumption by the engine; 
second air-to-liquid heat exchanger disposed to re- 
ceive engine bleed air from the engine and to pass 
the engine bleed air to the support system; 35 

third liquid-to-liquid heat exchanger means coupled 
to receive fuel from the fuel tank and to pass fuel 
therethrough and back to the fuel tank; 
conduit means for coupling said first, second and 
third heat exchangers, said conduit providing a first 40 
continuous loop between said first and second heat 


8 

exchangers, a second continuous loop between said 
first, second and third heat exchangers, and a third 
continuous loop between said second and third 
heat exchangers; 

pumping and pressurizing means for circulating a 
heat transfer medium through said conduit means; 
and 

control valve means for controlling the flow of said 
heat transfer medium to said third heat exchanger. 

2. An energy recovery system in accordance with 
claim 1 in which said control valve means further com- 
prises means for controlling the flow of said heat trans- 
fer medium to said first heat exchanger. 

3. An energy recovery system in accordance with 
claim 2 in which said first heat exchanger is disposed at 
a point at which said fuel flow is in the range of 100 to 
1200 psig. 

4. An energy recovery system in accordance with 
claim 1 in combination with a plurality of gas turbine 
engines wherein means is provided for coupling said 
engines such that said recovered energy from one of 
said engines can be utilized by another one of said en- 
gines. 

5. An energy recovery system in accordance with 
claim 1 including a plurality of fuel tanks and coupling 
means for selectively passing fuel from said third heat 
exchanger means to one or more desired ones of said 
fuel tanks. 

6. An energy recovery system in accordance with 
claim 5 which includes coupling means for selectively 
passing fuel between selected ones of said fuel tanks. 

7. An energy recovery system in accordance with 
claim 5 in which said gas turbine engine comprises an 
aircraft engine. 

8. An energy recovery system in accordance with 
claim 7 in which said energy recovery system is opera- 
ble at subsonic speeds. 

9. An energy recovery system in accordance with 
claim 8 in which said energy recovery system is opera- 
ble at supersonic speeds. 
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